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SDCS  EVENT  REPORT  NO.  56 

r • t 0>- 

Kurile  Islands,  19  May  1975  , 


This  event  report  contains  seismic  data  from  the  Special  Data 


Collection 

System  (SDCS) 

, and  other 

sources 

for  the 

above 

event. 

Published 

epicenter  information  from 

seismic 

observations 

is : 

"P"  Arrival 

Origin  Time 

Lat. 

Long . 

mb 

M 

s 

NORSAR 

22:53:01.3 

22:42:14 

49  N 

156  E 

5.7 

N/A 

LASA 

22:52:19.0 

22:42:14 

50. 3N 

156. IE 

5.7 

N/A 

PDE 

22:42:14.2 

4 9. 7N 

157. 5E 

5.4 

N/A 

Hagfors 

22:53:02.0 

22:42:33 

53  N 

156  E 

5.7 

4.4 

Using  SDCS 

stations,  LASA  and  NORSAR 

, the  epicenter 

location  and 

magnitudes 

become 

22:42:06.3 

4 8. 9N 

156. 8E 

5.3 

4.2 

All  SDCS  stations  were  operational  during  this  period. 

Short-period  signals  associated  with  this  event  were  recorded  at 
WH2YK , HN-ME,  RK-ON,  FN-WV,  LASA  and  NORSAR.  CPSO  short-period  data 
were  not  recoverable  from  the  analog  tape.  Horizontal  SP  channels 
at  WH2YK , RK-ON,  and  HN-ME  were  rotated.  Horizontal  SP  channels  at 
FN-WV  were  not  rotated  because  of  unknown  instrument  orientation.* 

Long-period  signals  were  recorded  at  WH2YK,  RK-ON,  FN-WV,  ALPA , LASA 
and  NORSAR.  HN-ME  did  not  record  long-period  signal  arrivals  and 
was  not  included  in  this  report.  CPSO  long-period  data  were  not  re- 
coverable from  the  analog  tape.  Horizontal  LP  channels  at  RK-ON  and 
WH2YK  were  rotated.  Horizontal  LP  channels  at  FN-WV  were  not  rotated 
because  of  unknown  instrument  orientation.*  Validity  of  the  ALPA, 
LASA  and  NORSAR  long-period  vertical  beams  is  questionable  and  hori- 
zontal beams  were  not  included  because  of  program  recovery  problems. 

Scaling  factors  on  plots  are  millimicrons  at  1 Hz  (not  corrected  for 
instrument  response)  with  the  exception  of  LASA  and  NORSAR  short- 
period  plots.  LASA  SP  scaling  factors  are  millimicrons  per  inch. 
Scaling  factors  are  not  reported  for  NORSAR  short-period. 


* Due  to  operational  problems  the  instrument  ho~e  lock  was  reposi- 
tioned and  the  known  orientation  lost.  Situation  corrected  24  May 
75  when  the  instrument  was  moved  to  a new  borehole. 
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STATION  DESCRIPTION 
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HYPOCENTER  DETERMINATION 


INEOT  FOE  EVENT  19  HAY  75 
22:<»2:14.0  £0.3C0N  1SC.100E  OKH. 


BESIEOALS 

EIST. 

AZ. 

STA. 

ABBIVAl 

CAIC 

BIST 

BEST 

BEST 

NH2YK 

22  45 

35.5 

0.0 

0.1 

39.2 

46.2 

1 AC 

22  52 

19.0 

0.3 

C.9 

60.7 

51.6 

BK-CN 

22  52 

30.3 

-C.5 

-0.8 

63.8 

41.7 

SAC 

22  53 

01,3 

* 0 • v 

0.2 

67.2 

342.7 

H'J-HE 

22  54 

03.2 

C.5 

-0.1 

77.6 

30.1 

FN-NV 

22  £4 

14.7 

-0.4 

-0.3 

75.7 

41.5 

67  HEBPIN  TBAVEl  TIHE  TAEIES 

CFIGIN 

IAT. 

1CS6. 

DEPTH  (KH) 

SEV  IT 

STA 

22:42 

: 4 0 . 4 

50.399S 

157.4ECE 

225.  CAIC 

0.4  6 

6 

22:42 

s 06 . 3 

48 .89  IK 

156.798E 

0.  BEST 

0.6  4 

6 

CA1C 

BEST 

1 . 

0 

1 . 0 

0 

5 

0 

C 

• - 

0 0. 

0 0 

0 

0.0  0 

• • • • 

C 0. 

• • • 

0 0 

• • 

0 

0.0  0 

0 

0 

0 

0 

0 . 

0 

0 . 0 

CHI2  CCVEBAGE 

E1LIFSE ; 

95  FIE 

CENT  CCNF. . 

LEVEL , 

SDV*  0. 

HAJOF 

168. 9KH.  HINCB 

41.9BH.  AZ= 

8 APE A= 

222 

BEST 


DATA  SUMMARY 


INFUT 

ECF 

EVENT 

19 

HAY  75 

22:42: 

14.0 

50. 

300N  1 

5 C. 1 COE 

OKH. 

AEFIVAI 

MAGNITUDE 

ms.. 

_ PHASE 

— 

.TIME 

INST 

FEF 

hll. 

HE 

JJS_ 

.in... 

_DIST_ 

1 IF  A 

IF 

22 

Cl 

22.  C 

IFZ 

23.0 

12. 

2.72 

33.0 

NH2YK 

EP 

22 

45 

35.5 

SFZ 

0.8 

78. 

4.95 

39.2 

8H2YK 

IF 

23 

04 

40.  C 

IFZ 

22.0 

39. 

4.30 

39.2 

I AC 

EF 

22 

52 

19. C 

AE 

C.9 

92. 

5.  53 

60.7 

I AC 

IF 

22 

21 

00. C 

1PZ 

20.0 

23. 

4.26 

60.7 

FK-CN 

EF 

22 

52 

36.3 

SFZ 

0.8 

43. 

5.32 

63.8 

FK-CS 

IF 

22 

^ * 
i.  1 

46.  C 

IFZ 

22.0 

35. 

4.47 

63.8 

NAC 

EF 

22 

E 3 

01.3 

AE 

0.8 

132. 

5.e2 

67.2 

MAC 

IF 

23 

27 

57. C 

IPZ 

19.0 

17. 

U.  18 

67.2 

HN-HE 

EP 

22 

54 

03.2 

SFZ 

0.9 

55. 

5.34 

77.6 

EN-8V 

EP 

22 

54 

14.7 

SFZ 

0.7 

36. 

4.99 

79.7 

FN-WV 

IF 

22 

31 

36. C 

IFZ 

20.0 

22. 

4.36 

79.7 

CFIGIN 

IAT. 

ICNG. 

DEFTH  (Ft!) 

HAG  SDV  STA 

LPHAG 

LPSDV 

22: 

42:40.4 

50. 

399N  151 

. 45CE 

225. 

CAIC 

4.97  0. 

21 

6 

4.20 

0.3 

22: 

42:06.3 

48. 

89 1 N 156 

.79eE 

0. 

FEST 

5.  33  0. 

32 

6 

4.22 

0.3 

6 

6 


10  SEC 


10  SEC 


HN-ME  19  MAY  75 


WH2YK  19  MAY  75 


FN-WV  19  MAY  75 


ARRAY  LONG  PERIOD  VERTICAL  BEAMS  19  MAY  75 


23:10:57 


